BLIC WORKS ( B. & R.) DEPARTMENT 

The 26th December , 1990 
No. 10 /97/90-5 B. and R. (E ).- The Governor of Haryana is pleased to declare the result of de partmertal Professional Examination 
of SDEs (Mechanical) held on 25th July, 1990 and 26th July, 1990 as under : 


Part1] 


Remarks 


Sr. Name of the Sub - Divisiocal 
No. 

Engineer 


Viva Max . 
Maiks 50 


Mech . Engg. 
for Mech . 
Engineers 
Max . 100 
Marks 


Elect . Engg . 
for Elect. 
Engineers 
Max. Marks 
100 


Simple 
Mech , for 
Engg . Elect. 
Engincers 
Max . Marks 
50 


Simple Elcct. Acccur is 
Engg . 

and office 
for Mec ) . 

Procedure 
Engineers Max . Marks 
Max . Marks 100 
50 


1 


2 


3 


4 


5 


6 


7 


8 


9 


S /Shri 


1 


S. S. Loban 


51 


Fail 


20 Pail 


2 


R. S. Aggarwal 


61 Pass 


1 
1 
1 


26 Fail 


60 Pass 

35 Pass To reappear in 

paper I and IV 
Not appeared Not appeared To 

teapper in 

paper IV , V , VI 
61 Pass Passed io 8/88 Pass 
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Vinod Bhushan 


Passed in 8/88 


Passed in 
1/90 


KOMAL ANAND , 


Secretary to Government, Haryana , 
Public Works (B. & R.) Department, 


